To:  Ackerman,  Joyce[Ackerman.Joyce@epa.gov] 

Cc:  Robinson,  David[David. Robinson@WestonSoiutions.com];  Re-Telang,  Becky[Becky.Re- 

Teiang@WestonSoiutions.com];  Janovec,  MarilynfJanovec. Marilyn@epa.gov] 

From:  Butterfield,  W.  Scott 

Sent:  Mon  8/1 7/201 5 9:27:52  PM 

Subject:  RE:  RCMS  DRAFT  08.16.2015  Gold  King  Mine  Blowout 

Joyce, 

We  did  receive  an  amendment  Friday  for  $200,  763.22  which  brought  us  up  to  $430,763.22.  We 
exceeded  this  amount  yesterday.  We  are  currently  burning  about  $55K  per  day. 

So  yes  we  need  to  increase  the  budget.  Please  let  me  know  if  you  need  additional  information. 

Thank  you. 

-Scott 


W.  Scott  Butterfield,  CIIMM 
Program  Manager 
Weston  Solutions,  Inc. 

Suite  100 

1435  Garrison  Street 
Lakewood,  CO  80215 
303.729.6113 
720.557.0818  (cell) 


From:  Ackerman,  Joyce  [mailto:Ackerman.Joyce@epa.gov] 

Sent:  Monday,  August  17,  2015  3:21  PM 
To:  Butterfield,  W.  Scott 

Cc:  Robinson,  David;  Re-Telang,  Becky;  Janovec,  Marilyn 
Subject:  RE:  RCMS  DRAFT  08.16.2015  Gold  King  Mine  Blowout 
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Hi  Scott  - It  was  approved  by  Maria  last  Friday,  so  I don’t  know  why  you  are  not  seeing  it  on 
Fed  Connect.  The  new  ceiling  is  slightly  over  $430,000,  but  it  sounds  like  we  need  to  increase  it 
again. 


Joyce 


From:  Butterfield,  W.  Scott  ["mailto:W.S.Butterfield@WestonSolutions.coml 

Sent:  Monday,  August  17,  2015  3:12  PM 
To:  Ackerman,  Joyce 

Cc:  Robinson,  David;  Re-Telang,  Becky;  Janovec,  Marilyn 
Subject:  RCMS  DRAFT  08.16.2015  Gold  King  Mine  Blowout 


Joyce, 

Attached  is  the  Final  8/15  and  Draft  8/16  RCMS  1900-55  for  the  Gold  King  Blowout  TDD. 
Based  on  this  estimate  we  are  out  of  funding. 

Do  you  anticipate  the  $200K  you  mentioned  Sunday  being  awarded  today? 

Thank  you. 

-Scott 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
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your  system.  Thank  you. 
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